Vivitar 

We make it easy™ 



SPECIFICATION 


Type 

35mm lens shutter, 2X power zoom, compact 
auto camera 

Lens 

5 elements, 2Xzoom lens, 35mm/f5.5 70mm/f1 1 

Focusing 

Multi-zone active infrared auto focus system. 
(1m to infinity) 

Film Transport 

Motorized film load, advance and switch 
activated power rewind 

Shutter 

Eectronic programmed AE 

Film Speeds 

Auto DX (IS0 100, 200 & 400) 

Zoom Viewfinder 

Reverse Galilean Albada bright frame finder 

Flash Modes 

Auto flash, fill-flash & off 

RER 

Minimizes red-eye in flash portraits 

Self Timer 

Eectronic timer with flashing LED indicator 

LCD 

Mode symbols, battery mark, film status, 
exposure number 

Power Source 

One 3V lithium battery (CR123A or DL 123A) 

Dimensions 

4.7x2.7x2 1 inches (120x 68.5x53mm) 

Weight 

7.6 ounces (215 grams) 

Stock Numbers 

59834T 

UPC Code 

019643-59834-8 

Specifications subject to change without notice © 2000 Vivitar Corporation 


Another Great 
Vivitar Product! 


Features: 

• Active infrared auto focus system with 
focus and infinity lock 

• Red-eye reduction system minimizes 
red-eye in flash portraits 

• The programmed AE shutter is 
electronically controlled for accurate, 
consistent results 

• Motorized film load, advance and 
end-of-film auto rewind, plus the 
convenience of mid- roll rewind 

• LCD display 

• Self-timer and tripod socket 

• One year warranty 


PRELIMINARY 
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